To:  Montgomery,  Michael[Montgomery. Michael@epa.gov] 

From:  Hashimoto,  Janet 

Sent:  Sun  8/16/2015  7:01 :18  PM 

Subject:  RE:  EPA  Statement  on  Water  Quality  Data  Collected  in  the  San  Juan  River  between 

Farmington  and  Shiprock,  New  Mexico  | Emergency  Response  to  August  2015  Release  from  Gold  King 
Mine  | US  EPA 

Is  callin  number  correct.  I got  error  message. 


Janet  Y.  Hashimoto 

Manager,  Water  Quality  Assessment  Section 
US  EPA  Region  9 

Water  Division;  Ecosystems  Branch 
75  Hawthorne  Street  (WTR-2-1) 

San  Francisco,  CA  94105-3901 
(415)  972-3452 

— Original  Message — 

From:  Montgomery,  Michael 

Sent:  Sunday,  August  16,  2015  11:41  AM 

To:  Johnson,  AudreyL;  Hashimoto,  Janet;  Li,  Corine;  Woo,  Nancy;  Garcia-Bakarich,  Luis;  Lee,  Bessie 
Subject:  EPA  Statement  on  Water  Quality  Data  Collected  in  the  San  Juan  River  between  Farmington  and 
Shiprock,  New  Mexico  | Emergency  Response  to  August  2015  Release  from  Gold  King  Mine  | US  EPA 

FYI  - apologies  for  double  posting 

http://www2.epa.gov/goldkingmine/epa-statement-water-quality-data-collected-san-juan-river-between- 

farmington-and 


Sent  from  my  iPhone 
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